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[Advertisements and Notices issued by Private Individuals and Private Bodies] 


NOTICE 

NO LEGAL RESPONSIBILITY IS ACCEPTED FOR 
THE PUBLICATION OF ADVERTISEMENTS/PUBLIC 
NOTICES IN THIS PART OF THE GAZETTE OF INDIA. 
PERSONS NOTIFYING THE ADVERTISEMENTS/PUBLIC 
NOTICES WILL REMAIN SOLELY, RESPONSIBLE FOR THE 
LEGAL CONSEQUENCES AND ALSO FOR ANY OTHER 
MISREPRESENTATION ETC. 

BY ORDER 
Controller of Publication 
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CHANGE OF NAMES 

I, hitherto known as MANISH KUMAR son of 
Late HIRA LAL JHAMNANI, employed as Process Assistant 
in the XANSA, B-39, Sector-I, Noida-201301, residing at 
24/27, Old Rajinder Nagar, New Delhi-110060, have 
changed my name and shall hereafter be known as MANISH 
KUMAR JHAMNANI. 

It is certified that I have complied with other legal 
requirements in this connection. 

MANISH KUMAR 
[Signature (in existing old name)] 
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I, hitherto known as RAMESH CHANDER son of 
Sh. KANEYA LAL, employed as Senior Manager in the 
Indian Overseas Bank, 42, Regal Building, Connaught 
Place, New Delhi, residing at 20, Roop Vihar, D-Park, 
Model Town, Rohtak-124001, have changed my name and 
shall hereafter be known as RAMESH CHANDER JUNEJA. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAMESH CHANDER 
[Signature (in existing old name)] 


1. hitherto known as RAMESH CHANDRA KHATIK son 
of Sh. MOHAN LAL KHATIK, an unemployed, residing at 
Ghosunda Tehsil & Distt. Chittorgarh, have changed my 
name and shall hereafter be known as RAMESH 
KHOIWAAL. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

RAMESH CHANDRA KHATIK 
[Signature (in existing old name)] 


I, hitherto known as OM PRAKASH SRIVASTAW son of 
Late SIDHA NATH PRASAD SRIVASTAW, employed as 
Points Man in the CYM/NH E. Rly. Sealdah Division, 
residing at Negel Nagar, Rly. Qr. No. 309/A, P.O. Naihati, 
Dist. North 24-Parganas, West Bengal, Pin-743165, have 
changed my name and shall hereafter be known as OM 
PRAKASH SHRIVASTAW. 

It is certified that I have complied with other legal 
requirements in this connection. 

OM PRAKASH SRIVASTAW 
[Signature (in existing old name)] 


I, hitherto known as KAMALA wife of 
Late NANDIKESHWAR RAO, employed as Peon in the 
S. E. Railway Workshops, Kharagpur, under C.W.M. (Wagon), 
S. E. Railway, Kharagpur, residing at the Rly. Qrs. No. L-27, 
A/1, Unit-20, New Settlement, P.O. Kharagpur, P. S. 
Kharagpur (Town), District - Paschim Medinipur (West 
Bengal), have changed my name and shall hereafter be 
known as M. KAMALA ('M' stands for MUNIKOTI). 

It is certified that I have complied with other legal 
requirements in this connection. 

KAMALA 

[LTI] 


I, hitherto known as KAMESWAR RAO son of 
Late AYYAPPA, employed as Technician Gr. II, T. No. 38231 
in the S.E. Railway Workshops, Kharagpur, under C.W.M. 


(Wagon) S.E. Railway, Kharagpur, residing at the Rly. Qrs. 
No. L/32 Al, Unit No. 4, New Settlement, Post —Kharagpur, 
P.S.—Kharagpur (Town), Dist—Paschim Medinipur (West 
Bengal), have changed my name and shall hereafter be 
known as G. KAMESHWAR RAO (’G* Stands for GUDE) 
son of Late AYYAPPA. 

It is certified that I have complied with other legal 
requirements in this connection. 

KAMESWAR RAO 
[Signature (in existing old name)] 


I, hitherto known as ARCH ANA KAMBOJ wife of 
Sh. DEEPAK KUMAR KAMBOJ, residing at 25, Tpye-III, 
BTPS Staff Colony, NTPC, Badarpur, New Delhi-110044, 
have changed my name and shall hereafter be known as 
NEHA KAMBOJ. 

It is certified that I have complied with other legal 
requirements in this connection. 

ARCHANA KAMBOJ 
[Signature (in existing old name)] 


I, hitherto known as PARVEEN VERMA wife of 
Sh. RAJ KUMAR DHARIWAL, residing at A-28, Jung 
Pura, Near Hotel Rajdoot, Nizamuddin, New Delhi-110013, 
have changed my name and shall hereafter be known as 
PARVEEN DHARIWAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

PARVEEN VERMA 
[Signature (in existing old name)] 


I, RAJESH RELAN son of Sh. CHARAN DASS RELAN, 
residing at C-6/6350, Vasant Kunj, New Delhi-110070, have 
changed my minor son's name from VANU RELAN born on 
02-12-1999 to ADITYA RELAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAJESH RELAN 
[Signature of Guardian] 


I, hitherto known as RAJ RANI daughter of 
Sh. DEV RAJ, residing at H. No. 312, Sector-16-A, 
Faridabad-121002, Haryana, have changed my name and 
shall hereafter be known as SUDHA GULIHAR wife of 
Sh. SUNIL GULIHAR. 
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It is certified that I have complied with other legal 
requirements in this connection. 

RAJ RANI 

[Signature (in existing old name)] 


I, hitherto known as ANEESH AGARWAL daughter of 
Sh. KANHIYA LAL, residing at H. No. 565, Sector-7B, 
Faridabad-121006, Haryana, have changed my name and 
shall hereafter be known as ANISHA AGRAWAL wife of 
Sh. SANJEEV KUMAR AGRAWAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

ANEESH AGARWAL 
[Signature (in existing old name)] 


I, hitherto known as SUDESH KUMARI daughter of 
Sh. GOPAL DASS, residing at H. No. 690, Sector-8, 
Faridabad-121006, Haryana, have changed my name and 
shall hereafter be known as SUDESH BHATIA widow of 
Late Sh. JAGDISH CHANDER BHATIA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUDESH KUMARI 
[Signature (in existing old name)] 


I, hitherto known as GANGA DEVI wife of 
Sh. PRABHU DAYAL SETHI, residing at DP-77, Maurya 
Enclave, Pitam Pura, Delhi, have changed my name and 
shall hereafter be known as PADMA SETHI. 

It is certified that I have complied with other legal 
requirements in this connection. 

GANGA DEVI 
[Signature (in existing old name)] 


I, hitherto known as SHASHI BALA wife of 
Sh. CHANDER PRAKASH THAKURAL, residing at 61, 
Sector-7 A, Faridabad, have changed my name and shall 
hereafter be known as ASHA THAKURAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHASHI BALA 
[Signature (in existing old name)] 


I, hitherto known as KUMARI RASHMI daughter of 
Sh. CHHOTEY LAL, a student in the XII Class in SBKVS 


Vidalaya, Civil Lines, Delhi-54, residing at D-13, D. A. 
Flats, Timarpur, Delhi-54, have changed my name and 
shall hereafter be known as RASHMI GAUTAM. 

It is certified that I have complied with other legal 
requirements in this connection. 

KUMARI RASHMI 
[Signature (in existing old name)] 


I, hitherto known as Mrs. SAVNITA SAHNI wife of 
Sh. YOGENDER SAHNI, a Housewife, residing at A-40, 
Mansarover Apartment, Plot No. 3, Sector-5, Dwarka, New 
Delhi-75, have ehanged my name and shall hereafter be 
known as Mrs. ANNU SAHNI. 

It is certified that I have complied with other legal 
requirements in this connection. 

SAVNITA SAHNI 
[Signature (in existing old name)] 


I, hitherto known as LALITA KUMARI wife of 
Sh. VINOD MISHRA, residing at E-520/7A, Sangam Vihar, 
New Delhi, have changed my name and shall hereafter be 
known as LATA MISHRA. 

It is certified that I have complied with other legal 
requirements in this connection. 

LALITA KUMARI 
[Signature (in existing old name)] 


I, hitherto known as NISHANT MALIK son of 
Sh. INDER MALIK, residing at C-9/9404, Vasant Kunj, 
New Delhi-110070, have changed my name and shall 
hereafter be known as ROBIN MALIK. 

It is certified that I have complied with other legal. V- 
requirements in this connection. 

NISHANT MALIK * 
[Signature (in existing old name)] 


I, hitherto known as VEENU KALRA wife of 
Sh. VIKESH KUMAR KALRA, residing at 1863, Seetor-4, 
Urban Estate, Gurgaon, Haryana, have changed my name 
and shall hereafter be known as ANJU KALRA. 

It is certified that I have complied with other legal 
requirements in this connection.y ; 

" ' VEENA KALRA 
[Signature (in existing old name)] 
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I, hitherto known as NEETU wife of 
Sh. ATUL KUMAR GAUR, residing at H, No. E-24-B, 
Nehru Ground, N.I.T., Faridabad, Haryana, have changed 
my name and shall hereafter be known as NEETU GAUR. 

It is certified that I have complied with other legal 
requirements in this connection. 

NEETU 

[Signature (in existing old name)] 


I, SANJEEV KUMAR VERMA son of Sh. SUDERSHAN 
KUMAR, residing at Pocket B-9, Plot No. 122, Sector-5, 
Rohini, Delhi-110 085, have changed the name of my 
minor son RISHABH aged seven years and he shall hereafter 
be known as RISHABH VERMA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SANJEEV KUMAR VERMA 
[Signature of Guardian] 


I, hitherto known as SHASHI wife of 
Sh. SUNIL MEHRA, employed as computer operator in the 
TCG Stock Broking Pvt. Ltd., residing at 727-B, Pocket 
II, Paschimpuri, Delhi-63, have changed my name and shall 
hereafter be known as SHOBHA MEHRA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHASHI 

[Signature (in existing old name)] 


I, hitherto known as VIRAMAJEET son of 
Sh. RAJPAL, employed as Shift Officer in the BSES 
Rajdhani Power Ltd. (A joint venture of NCT, Delhi), 
residing at D-92A, Krishna Park, Khanpur, Devli Road, 
New Delhi-62, have changed my name and shall hereafter 
be known as BRAHM JEET CHAUDHARY. 

It is certified that I have complied with other le^al 
requirements in this connection. 

VIRAMAJEET 
[Signature (in existing old name)] 


I, hitherto known as RESHMA BALANI wife of 
Sh. AMIT CHAWLA, a Housewife, residing at B-38, 
Takshshila Apartment, 57, I. P. Extn., Patparganj, Delhi- 
110092, have changed my name and shall hereafter be 
known as KASHISH CHAWLA. 

It is certified that I have complied with other legal 
requirements in this connection. 

RESHMA BALANI 
[Signature (in existing old name)] 


I, hitherto known as ROZY ARORA wife of 
Sh. BALDEV SINGH, residing at 7/25, Subhash Nagar, 
New Delhi-110027, have changed my name and shall 
hereafter be known as KAJAL KAUR. 

It is certified that I have complied with other legal 
requirements in this connection. 

ROZY ARORA 
[Signature (in existing old name)] 


I, SANJEEV KUMAR VERMA son of Sh. SUDERSHAN 
KUMAR, residing at Pocket B-9, Plot No. 122, Sector-5, 
Rohini, Delhi-110 085, have changed the name of my 
minor daughter RIDDHI aged four years and she shall 
hereafter be known as RIDDHI VERMA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SANJEEV KUMAR VERMA 
[Signature of Guardian] 


1, hitherto known as SANYOGITA CHOPRA wife of 
Sh. KISHORE TALWAR, residing at Flat No. 7, South Moti 
Bagh Market, New Delhi-110021, have changed my name 
and shall hereafter be known as PINKY TALWAR. 

It is certified that I have complied with other legal 
requirements in this connection. . 

SANYOGITA CHOPRA 
[Signature (in existing old name)] 


I, hitherto known as SHANTA LAXMANRAO MAHAJAN 
wife of Sh. SHRIRAM BELSARE, residing at A-3/112, 
Janakpuri, New Delhi-110058, have changed my name and 
shall hereafter be known as MADHURI BELSARE. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHANTA LAXMANRAO MAHAJAN 
[Signature (in existing old name)] 


I, hitherto known as HABIB-UR-REHMAN son of 
Sh. MOHAMMAD USMAN, residing at House No. 3202- 
3203, Phatak Teliyan, Turkman Gate, Delhi-110006, have 
changed my name and shall hereafter be known as 
MOHAMMAD HABIB. 

It is certified that I have complied with other legal 
requirements in this connection. 

HABIB-UR-REHMAN 
[Signature (in existing old name)] 
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I, hitherto known as ANIL KUMAR son of 
Sh. CHAND RAM, employed as Sr. Auditor in the O/o 
Principal Director of Audit, Northern Railway, K. Gate, 
Delhi, residing at 948/30, Shri Nagar Colony, Rohtak 
(Haryana), have changed my name and shall hereafter be 
known as ANIL KHATRI. 

It is certified that I have complied with other legal 
requirements in this connection. 

ANIL KUMAR 
[Signature (in existing old name)] 


I, hitherto known as V. PANKAJAM wife of 
Sh. N. RAJAGOPALAN, residing at 326, Laxmibainagar, 
New Delhi-110023, have changed my name and shall 
hereafter be known as R. INDUMATHI. 

It is certified that I have complied with other legal 
requirements in this connection. 

V. PANKAJAM 
[Signature (in existing old name)] 


I, hitherto known as DAVID son of Sh. IMMANVAIL, 
employed as Senior Manager (Admn.) in the Anusaran, 
residing at A-2, Bhirgu Apartment, Scctor-9, Dwarka, New 
Delhi-75, have changed my name and shall hereafter be 
known as JOHN DAVID. 

It is certified that I have complied with other legal 
requirements in this connection. 

DAVID 

[Signature (in existing old name)] 


I, hitherto known as GURMEEN SINGH LUBANA son 
of Sh. DHIAN SINGH LUBANA, residing at 110/A, 
Bhagwan Nagar, Ashram, Delhi-14, have changed my name 
and shall hereafter be known as AMTESHWAR SINGH 
LUBANA. 

It is certified that I have complied with other legal 
requirements in this connection. 

GURMEEN SINGH LUBANA 
[Signature (in existing old name)] 


I, hitherto known as AJITHA M.K. daughter of 
Sh. GOVINDA PILLAI, residing at Flat No. 59A, 
Pkt. A-11, Ground Floor, Surya Apartment, Kalkaji Extn., 
New Delhi-110019, have changed my name and shall 
hereafter be known as AJITHA NAIR. 

It is certified that I have complied with other legal 
requirements in this connection. 

AJITHA M.K. 

[Signature (in existing old name)] 


I, hitherto known as NEMAI son of Late THANDARAM, 
employed as Masson Gr.- Ill in the office of Jr. Engineer Gr. 
I (Works)/South/Kharagpur, S.E. Rly., residing at the Village- 
Denan, P.O.-Amlahanda, P.S.-Kolaghat, Dist. Purba, 
Medinipur (West Bengal), have changed my name and 
shall hereafter be known as NEMAI MONDAL. 

It is certified that l have complied with other legal 
requirements in this connection. 

NEMAI 
[L. T. I.] 


I, hitherto known as CHANDER PAUL son of 
Sh. POORAN CHAND PAUL, employed as Civil Engr, in 
the NBCC, residing at C-513, Katyani Group Housing 
Society, Plot No. 8, Sector-6 Dwarka, New Delhi, have 
changed my name and shall hereafter be known as 
CHANDER SHEKHAR PAUL. 

It is certified that I have complied with other legal 
requirements in this connection. 

CHANDER PAUL 
[Signature (in existing old name)] 


I, hitherto known as BIMLA RANI wife of 
Sh. JAGDISH CHANDER, a Housewife, residing at 2/259, 
Subhash Nagar, New Delhi-110027, have changed my name 
and shall hereafter be known as POONAM MADAAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

BIMLA RANI 
[Signature (in existing old name)] 


I, hitherto known as SHYAM LAL son of Sh. JOG DHYAN, 
residing at GH 4/336, Meera Apartments, Paschim Vihar, 
New Delhi-110063 have changed my name and shall 
hereafter be known as SHYAM GUPTA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHYAM LAL 
[Signature (in existing old name)] 


I, hitherto known as SATYA PARKASH son of 
Late VIDYA JEET, employed as Deputy Director in the Ministry 
of Environment & Forests (Govt, of India), Forest Survey of 
India (Northern Zone), CGO Complex, Himlok Parisar, 
Shiwalik Block, Longwood, Shimla-171001, Himachal 
Pradesh, residing at B-l/2 (Type IV), Upper Kaithu, Near 
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Tara Hall School, Shimla-171003 (Himachal Pradesh), have 
changed my name and shall hereafter be known as SATYA 
PRAKASH NEGI. 

Il is certified that I have complied with other legal 
requirements in this connection. 

SATYA PARKASH 
[Signature (in existing old name)] 


I, hitherto known as RIDDHAM KAUR ANAND wife of 
Sh. PRATEIK BHARDWAJ, residing at C-6/6175, Vasant 
Kunj, New Delhi-110070, have changed my name and 
shall hereafter be known as RHYTHM ANAND BHARDWAJ. 

It is certified that I have complied with other legal 
requirements in this connection. 

RIDDHAM KAUR ANAND 
[Signature (in existing old name)] 


I, hitherto known as JOGESH CHANDRA ROY son of 
Late PRAVASH CHANDRA RAY, employed as Binder in 
the Government of India Press, Santragachi, Howrah, 
residing at 2/1, Harinath Dey Road, Kolkata-700 009, have 
changed my name and shall hereafter be known as JOGESH 
CHANDRA RAY. 

It is certified that I have complied with other legal 
requirements in this connection. 

JOGESH CHANDRA ROY 
[Signature (in existing old name)] 


I, hitherto known as SACHIN son of Late INDER W^L, 
residing at H. No. 445, Sector-11-D, Faridabad-121006, 
Haryana, have changed my name and shall hereafter be 
known as SACHIN AGARWAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

SACHIN 

[Signature (in existing old name)] 


I, hitherto known as SEEMA GANDHI daughter of 
Sh. O. P. GANDHI, residing at 1029/18, Arya Nagar, Rohtak, 
Haryana, have changed my name and shall hereafter be 
known as SIMRAN GANDHI. 

It is certified that I have complied with other legal 
requirements in this connection. 

SEEMA GANDHI 
[Signature (in existing old name)] 


I, hitherto known as CHARULATA daughter of 
Sh. SOHANVIR SINGH CHAUDHARY, employed as 
Lecturer in the Krishna Institute of Engineering and 
Technology, Ghaziabad, U.P., residing at 190, Madanlal 
Block, Asian Games Village, New Delhi-110049, have 
changed my name and shall hereafter be known as 
CHARULATA CHAUDHARY. 

It is certified that I have complied with other legal 
requirements in this connection. 

CHARULATA 
[Signature (in existing old name)] 


I, hitherto known as ZAKIR son of Sh. AMIR AHMED, 
residing at H. No. 8136, Gali No. 4, Chimni Mill, Bara 
Hindu Rao, PS. Sadar Bazar, Delhi-110006, have changed 
my name and shall hereafter be known as ZAKIR HUSSAIN. 

It is certified that I have complied with other legal 
requirements in this connection. 

ZAKIR 

[Signature (in existing old name)] 


I, hitherto known as BHAWNA BHATIA wife of 
Sh. VIKAS JAIN, residing at WZ-148, Gali No. 16, Krishna 
Puri, New Delhi-18, have changed my name and shall 
hereafter be known as DIMPY JAIN. 

It is certified that I have complied with other legal 
requirements in this connection. 

BHAWNA BHATIA 
[Signature (in existing old name)] 


I, hitherto known as KIRAN CHOPRA wife of 
Sh. KAMAL KUMAR WADHWA, residing at B-252, West 
Patel Nagar, New Delhi, have changed my name and shall 
hereafter be known as SEEMA WADHWA. 

It is certified that I have complied with other legal 
requirements in this connection. 

KIRAN CHOPRA 
[Signature (in existing old name)] 


I, hitherto known as SUDESH KUMAR son of Sh. FAQIR 
CHAND, residing at E-3/4, DLF City, Phase-I, Gurgaon 
(Haryana), have changed my name and shall hereafter be 
known as SUDESH KUMAR KAPOOR. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUDESH KUMAR 
[Signature (in existing old name)] 



Part IV] 


THE GAZETTE OF INDIA, SEPTEMBER 9, 2006 (BHADRA 18, 1928) 


605 


L, hitherto known as KAVI KUMAR son of Sh. LALIT 
KISHORE NARAIN SINGH doing as Pvt. Service, residing 
at 458, Sector-28, Noida, U.P., have changed my name and 
shall hereafter be known as KAVEE KUMAR. 

It is certified that I have complied with other legal 
requirements in this connection. 

KAVL KUMAR 
[Signature (in existing old name)] 


I, hitherto known as SUNEETA AGRAWAL wife of 
Sh. SUNIL AGRAWAL, residing at F-32, Kirti Nagar, New 
Delhi-110 015. have changed my name and shall hereafter 
be known as LEELAS. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUNEETA AGRAWAL 
[Signature (in existing old name)] 


I, hitherto known as PARMINDER KAUR wife of 
Sh. JASV1NDER SINGH VILKHU, residing at B-320, Ghanta 
Ghar, Hari Nagar, New Delhi-110064, have changed my 
name and shall hereafter be known as BALJINDER KAUR 
VILKHU. 

It is certified that I have complied with other legal 
requirements in this connecticu. 

PARMINDER KAUR 
[Signature (in existing old name)] 


I, hitherto known as SAUMYA daughter of 
Sh. VIRENDRA NATH GAUR, a student in the Jamia Mi Ilia 
Islamia University, residing at 130-B, Patparganj Village, 
Delhi-110091, have changed my name and shall hereafter 
be known as SAUMYA GaUR. 

It is certified tha' 1 have complied with other legal 
requirements in this connection. 

SAUMYA 

[Signature (in existing old name)] 


I, hitherto known as SHRUTI daughter of 
Sh. SHALENDER NATH GAUR, as student in the Jamia 
Mi Ilia Islamia University, residing at 130-A, Patparganj 
Village, Delhi-110091, have changed my name and shall 
hereafter be known as SHRUTI GAUR. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHRUTI 

[Signature (in existing old name)] 


I, hitherto known as MAJID ALI son o 
Late SAEEDUS SUALEHIN, doing business, residing a’ 
H. No. 520, Chooriwalan, Jama Masjid, Delhi-110006, have 
changed my name and shall hereafter be known as MAJID 
SAEED. 

It is certified that I have complied with other legal 
requirements in this connection. 

MAJID ALI 
[Signature (in existing old name)] 


I, hitherto known as ZIGIA3A SHARMA daughter of 
Sh. ACHARYA GIRI RAJ KISHORE SHARMA, residing at 
Shri Madhav Ashram Hanuman Mandir, Kamla Nehru Ridge, 
Delhi University, Gate No. 3, Delhi-7, have changed my 
name and shall hereafter be known as J1GYASA SHARMA. 

It is certified that ? have complied with other legal 
requirements in this connection. 

ZIGIASA SHARMA 
[Signature (in existing old name)] 


I, KAMAL BABLANI son of Sh. DEV DUIT BABLAN1, 
doing business, residing at BA-28, Shalimar Bagh, Delhi- 
1 10088. have changed the name of minor daughter 
LASHIKA BABLANI aged 9 years and she shall hereafter 
be known as ASIHTA BABLANI. 

It is certified that I have complied with other legal 
requirements in this connection. 

KAMAL BABLANI 
[Signature of Guardian] 


1, hitherto known as ARVIND KUMAR son of Sh. RAM 
DASS, residing at A-59, Block RZA, Pul Pehladpur, Delhi- 
110044, have changed my name and shall hereafter be 
known as ARVIND RAJ. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

ARVIND KUMAR 
[Signature (in existing old name)] 


I, hitherto known as KALAWATI wife of 
Late SUDARSHAN KUMAR, residing at H, No. 352 Pocket- 
G-21, Sector-7, Rohini, Delhi-110085, have changed my 
name and shall hereafter be known as KALAWATI 
BHARDWAJ. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

KALAWATI 
[Signature (in existing old name)] 


3 -24OGI/20O6 
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I, hitherto known as SUB HASH CHAND GUPTA son of 
Sh. MOTI RAM GUPTA, a Businessman, residing at H. No. 
73, Ground Floor, Pilarn Pura, Delhi-110034, have changed 
my name and shall hereafter be known as SUBHASH 
CHAND JINDAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUBHASH CHAND GUPTA 
[Signature (in existing old name)] 


I, hitherto known as ANJNA GUPTA daughter of 
Sh. R. P. GUPTA, residing at B-5/30, Sector 15, Rohini, 
Delhi-1 10085, have changed my name and shall hereafter 
be known as ANJNA SINGAL. 

it is certified that I have complied with other legal 
requirements in this connection. 

ANJNA GUPTA 
[Signature (in existing old name)] 


I, hitherto known as KR1SHAN KUMAR GOYAL son of 
Fate RAM DHARI MAL ARYA, employed as Director in 
the M/s. Paradise Instruments Pvt. Ltd., Plot No. 87, DLF 
Industrial Area, Phase-I, Faridabad, residing at House No. 
829, Sector-15, Faridabad, have changed my name and 
shall hereafter be known as KRISHAN ARYA. 

It i.s certified that I have complied with other legal 
requirements in this connection. 

KRISHAN KUMAR GOYAL 
[Signature (in existing old name)] 


I, hitherto known as MANJU KALYANI wife of Sh. RAMESH 
GOPAL MAKHIJA, a Housewife, residing at B-3/1A 
Safdarjang Enclave, New Delhi-110029, have changed my 
name and shall hereafter be known as BHARKHA MAKHIJA. 

It is certified that I have complied with other legal 
requirements in this connection. 

MANJU KALYANI 
[Signature (in existing old name)] 


I. hitherto known as CHANDRA KANTA RATHI wife of 
Sh. RAMESHWAR LAL. DAD, residing at B-268, Prashant 
Vihar, Delhi-110085, have changed my name and shall 
hereafter be known as SAPANA DAD. 

It is certified that I have complied with other legal 
requirements in this connection. 

CHANDRA KANTA RATHI 
[Signature (in existing old name)] 


I, hitherto known as CHANCHAL KAPOOR wife of 
Sh. ANIL KAPOOR, a Housewife, residing at C-100, Anand 
Vihar, Delhi-110092, have changed my name and shall 
hereafter be known as SANGEETA KAPOOR wife of ANIL 
KAPOOR for all purposes. 

It is certified that I have complied with other legal 
requirements in this connection. 

CHANCHAL KAPOOR 
[Signature (in existing old name)) 


1, hitherto known as PRAGYA KUMARI wife of 
Sh. MANOJ KUMAR VERMA, employed as Advocate in 
the Delhi High Court, residing at F-5, Kaka Nagar, New 
Delhi-1 10003, have changed my name and shall hereafter 
be known as PRAGYA VERMA. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

PRAGYA KUMARI 
[Signature (in existing old name)] 


I, hitherto known as NISHA BAGGA daughter of 
Dr. SATPAL BAGGA, residing at 73 MIG, Sector-23, 
Faridabad, have changed my name and shall hereafter be 
known as PREETI BHALLA. 

It is certified that I have complied with other legal 
requirements in this connection. 

NISHA BAGGA 
[Signature (in existing old name)] 


I, hitherto known as PAURUSH PAVAN son of 
Late SURESH KUMAR KHATRI, residing at E-329. Nirman 
Vihar, Delhi-1 10092, have changed my name and shall 
hereafter be known as PAURUSH PAVAN KHATRI. 

It is certified that I have complied with other legal 
requirements in this connection. 

PAURUSH PAVAN 
[Signature (in existing old name)] 


I, hitherto known us KIRTY ANAND daughter of Sh. H. 
K. SETHI, residing at J-4/56-C, Ilnd Floor, Khirki Extension, 
Near Malviya Nagar, New' Delhi-110017, have changed my 
name and shall hereafter be known as KHYATI. 

It is certified that I have complied with other legal 
requirements in this connection. 

KIRTY ANAND 
[Signature (in existing old name)] 
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I, VIJAY TUTEJA son of Late TEJ BHAN TUTEJA, 
employed as Deputy Manager (PR), Telecommunications 
Consultants India Limited (A Government of India 
Enterprise), TCIL Bhawan, Greater Kailash-I, New Delhi- 
110048, residing at Flat No. 36-A (Regal), Shipra Sun City, 
Indirapuram, Ghaziabad-201010 (UP), have changed the 
name of minor daughter BARBIE TUTEJA aged 17 years 

and she shall hereafter be known as RIDDHI TUTEJA. 

« 

It is certified that I have complied with other legal 
requirements i,. .his connection. 

VUAY TUTEJA 
(Signature of Guardian) 


I, hitherto known as BOSKIBATRA wife of Sh. HIMANSHU 
AGGARWAL, residing at E-91, 2nd Floor, Greater Kailash 
Enclave, New Delhi-110048, have changed my name and 
shall hereafter be known as SANJANA AGGARWAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

BOSKI BATRA 
[Signature (in existing old name)] 


I, hitherto known as RAMANDEEP SINGH son of 
Sh. S. KHUSHBIR SINGH, doing business, residing at 
C-40, Ashoka Enclave-2, Sector-37, Faridabad (Haryana), 
have changed my name and shall hereafter be known as 
RAMANDEEP SINGH SHAHPURI. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAMANDEEP SINGH 
[Signature (in existing old name)] 


I, hitherto known as BABITA JAIN wife of Sh. PARVEEN 
KUMAR JAIN, a Housewife, residing at A-304, Derawal 
Nagar, Delhi-110009, have changed my name and shall 
hereafter be known as LOVELY JAIN. 

It is certified that I have complied with other legal 
requirements in this connection. 

BABITA JAIN 
[Signature (in existing old name)] 


I, hitherto known as VASAVI KALLEM daughter of 
Sh. K. KlSTAIAH. employed as Flight Lieutenant in the 
Indian Air Force, residing at House No. 13-1-1233/97, Natraj 
Nagar, Post Kulsumpura, Hyderabad-500067, have changed 
my name and shall hereafter be known as VASAVI ARORA. 


It is certified that I have complied with other legal 
requirements in this connection. 

VASAVI KALLEM 
[Signature (in existing old name)] 


I, hitherto known as SHASHI wife of Sh. BANKEY LAL. 
residing at NZG-543, Gali No. 10, D D A Park, Raj Nagar, 
Part-II, New Delhi, have changed my name and shall hereafter 
be known as SHASHI DEVI. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHASHI 

[Signature (in existing old name)] 


I, hitherto known as KAMAL RAWAL wife of Sh. 1NDER 
JIT RAWAL, residing at H. No. 155, Pkt. D-10, Sec-7. 
Rohini, Delhi-85, have changed my name and shall hereafter 
he known as KULWANT KUMAR1 RAWAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

KAMAL RAWAL 
[Signature (in existing old name)] 


I, hitherto known as SUSH1L KUMAR son of Sh. BIRBAL 
KAUSHIK, residing at B-4/168-B, Lawrence Road, New 
Delhi-110035, have changed my name and shall hereafter 
be known as SUSH1L KAUSHIK. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUSH1L KUMAR 
[Signature (in existing old name)] 


I, hitherto known as ESHAN BATHEJA son of Sh. CHANDER 
PRAKASH, residing at F-10/12, llnd Floor, Model Town-II, 
Delhi-110009, have changed my name and shall hereafter 
be known as PUNEET BATHEJA. 

It is certified that I have complied with other legal 
requirements in this connection. 

ESHAN BATHEJA 
[Signature (in existing old name)] 


I, hitherto known as ASTINDER KAUR daughter of 
Sh. HAZARA SINGH, residing at WZ 87, Guru Nanak 
Nagar, Tilak Nagar, New Delhi-110018, have changed my 
name and shall hereafter be known as SANYA BHATT1. 
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II is certified lhai I have complied with other legal 
requirements in this connection. 

ASUNDER KAUR 
[Signature (in existing old name)] 


I, hitherto known as BHIM BAHADUR son of 
Sh. CHATAR SINGH, employed as Driver in the Imtiara 
Consultant (P) Ltd., G-58 Nizamuddin West, New Delhi-13, 
residing at H. No. 194, CSP Flats, Safdarjung Enclave, New 
Delhi-29, have changed my name and shall hereafter be 
known as BHIM SINGH. 

It is certified that I have complied with other legal 
requirements in this connection. 

BHIM BAHADUR 
[Signature (in existing old name)] 


I. hitherto known as JASPRREET SINGH BINDRA son 
of Sh. KULBIR SINGH BINDRA, residing at WZ 534, 
Street 23, Shiv Nagar, New Delhi-1 10058, have changed 
my name and shall hereafter be known as JASPREET SINGH 
BINDRA. 

It is certified that I have complied with other legal 
requirements in this connection. 

JASPRREET SINGH BINDRA 
[Signature (in existing old name)] 


I. hitherto known as SWEETY MITTAL wife of 
Sh. MUKESH GUPTA, residing at MD-I5, Pitam Pura, New 
Delhi-88, have changed my name and shall hereafter be 
known as POOJA GUPTA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SWEETY MITTAL 
[Signature (in existing old name)] 


I. hitherto known as SHREE ADVAITA (as mentioned in 
my C.B.S.C. Examination Records) and also known as 
ADVAITA SHRIVASTAVA. (as mentioned in rny Passport) 
son of Sh. RAKESH PRASAD, residing at Flat No. 454, Air 
Force & Naval Officers Co-operative Group Housing Society 
Limited. Plot No. II, Sec lor-7, Dwarka, New Delhi-110075, 
have changed my name and shall hereafter be known as 
SHREE ADVAITA PRASAD. 

It is certified that I have-complied with other legal 
requirements in this connection. 

SHREE ADVAITA 
[Signature (in existing old name)] 


I, hitherto known as RAKESH KUMAR son of 
Sh. KASHMIRI LAL MEHTA, employed as Administrative 
Officer in the New India Assurance Co. Ltd., residing at 
3/64, Geeta Colony, Delhi-110031, have changed my name 
and shall hereafter be known as RAKESH KUMAR MEHTA. 

It is certified that I have complied with other legal 
requiiernem.s in this connection. 

RAKESH KUMAR 
[Signature (in existing old name)] 


I, hitherto known as GURVINDER SINGH son of Sh. S. 
JASWANT SINGH, residing at BI/15, UDAP Flats, Nehru 
Nagar, New Delhi-110065, have changed my name and 
shall hereafter be known as GURVINDER SINGH JHAS. 

It is certified that I have complied with other legal 
requirements in this connection. 

GURVINDER SINGH 
[Signature (in existing old name)] 


I, hitherto known as R. NARASIMHAN son of Sh. N. 
RAGHAVAN, employed as Senior Telecom Operating Asst. 
(General) in the Bharat Sanchar Nigani Limited, residing at 
New No. 4 Old No. 8, Turnbulls Road, Nandanam, Chennai- 
600035, have changed my name and shall hereafter be 
known as C. R. NARASSHIMHAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

R. NARASIMHAN 
[Signature (in existing old name)] 


I, hitherto known as KAVITA GURNANI wife of 
Sh. SUNDER JETHWANI, residing at A/11 Hudco Place, 
Andrews Ganj, New Delhi, have changed my name and 
shall hereafter be known as AARTI JETHWANI. 

It is certified that I have complied with other legal 
requirements in this connection. 

KAVITA GURNANI 
[Signature (in existing old name)] 


I, hitherto known as MEENA GARG wife of Sh. MANISH 
GUPTA, residing at 2397, Mandi Ext. Narela, Delhi-110040, 
have changed my name and shall hereafter be known as 
MEENAKSHI GUPTA. 

It is certified that I have complied with other legal 
requirements in this connection. 

MEENA GARG 
[Signature (in existing old name)| 
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I, hitherto known as ARVINDER SINGH son of 
Sh. GURDEEP SINGH, residing at RL-24, Ganga Ram 
Vatika, Tilak Nagar, New Delhi-110018, have changed my 
name and shall hereafter be known as ARVINDER SINGH 
HUNJAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

ARVINDER SINGH 
[Signature (in existing old name)] 


I, hitherto known as SURESH wife of Sh. SHAMEEM 
AHMED, daughter of CHAV KHAN, residing at C-12/450, 
Yamuna Vihar, Delhi-53, have changed my name and shall 
hereafter be known as SARESH BI. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

SURESH 

[Signature (in existing old name)] 


I, hitherto known as RAV1NDER PAUL son of 
Lt. HARISH CHANDER, residing at A-94A, Phase-III, Ashok 
Vihar, Delhi-110052, have changed my name and shall 
hereafter be known as RAVINDER PAUL RATTAN. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

RAVINDER PAUL 
[Signature (in existing old name)] 


I, hitherto known as Smt. KIRAN daughter of 
Lt. ANANT RAM wife of Shri RAVINDER PAUL RATTAN, 
residing at A-94A, Phase-111, Ashok Vihar, Delhi-110052, 
have changed my name and shall hereafter be known as 
Smt. KIRAN BALA. 

It is certified that I have complied with other legal 
requirements in this connection. 

KIRAN 

[Signature (in existing old name)] 


I, hitherto known as VARUN son of Sh. SURINDER 
KUMAR SHARMA, employed as Engineer in the Tata 
Consultency Services Gurgaon, residing at 87, Housing 
Board Colony, Sonepat, have changed my name and shall 
hereafter be known as VARUN SHARMA. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

VARUN 

[Signature (in existing old name)] 


1, hitherto known as AJIT KUMAR son of 
Late RAM AVTAR RASTOGI, residing at 202, Starlite 
Apartment, Sector-14 Extn., Rohini, Delhi-110085, have 
changed my name and shall hereafter be known as AJIT 
KUMAR RASTOGI. 

It is certified that I have complied with other legal 
requirements in this connection. 

AJIT KUMAR 
[Signature (in existing old name)] 


I, hitherto known as SUDHA AGARWAL wife of 
Sh. AJIT KUMAR RASTOGI, residing at 202, Starlite 
Apartment, Sector-14, Extn., Rohini, Delhi-110085, have 
changed my name and shall hereafter be known as SHUBHA 
RASTOGE 

It is certified that I have complied with other legal 
requirements in this connection. 

SUDHA AGARWAL 
[Signature (in existing old name)] 


I, hitherto known as OM PARKASH son of Sh. 
GHANSHYAM DAS KUKREJA, employed as Doctor in the 
City Hospital Samaypur, Delhi-110042, residing at 526, 
Sunheri Bagh Apartments, Sector-13, Rohini, Delhi-110085, 
have changed my name and shall hereafter be known as 
OM PARKASH KUKREJA. 

It is certified that I have complied with other legal 
requirements in this connection. 

OM PARKASH 
[Signature (in existing old name)] 


1, hitherto known as SAHDEV son of Sh. NARIAN SINGH, 
residing at A-512, Pkt. 00, Sector-2, Rohini, New Dclhi- 
110085, have changed my name and shall hereafter be 
known as SAHDEV DAHIYA. 

It is certified that I have complied with other legal 
requirements in this connection. 

SAHDEV 

[Signature (in existing old naine)| 


I, hitherto known as N1SHI KATHURIA daughter of 
Late S. K. KATHURIA, residing at A-41, Sudershun Park. 
New Delhi-110015, have changed my name and shall 
hereafter be known as NISH1E KATHURIA. 

It is cenificd that 1 have complied with other legal 
requirements in this connection. 

NISH1 KATHURIA 
[Signature (in existing old name)! 
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I. hitherto known as SHEELA DEVI wife of Sh. RAJEEV 
SON1, residing at C-2/79, Ashok Vihar, Phase-I I, Delhi - 
110052, have changed my name and shall hereafter be 
known as SHASHI SONI. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

SHEELA DEVI 
[Signature (in existing old name)] 


1. hitherto known as RANJEET SINGH son of 
Sh. MAKHAN SINGH WARRAICH, residing at T-563/C5/ 
1. Gali No. 2. Baljeel Nagar, New Delhi-110008, have 
changed my name and shall hereafter be known as RANJEET 
SINGH WARRAICH. 

It is certified that I have complied with other legal 
requirements in this connection. 

RANJEET SINGH 
|Signature (in existing old name)] 


1. JASBIR YADAV son of Sh. RAM CHAR IT YADAV. 
residing at House No. 68. Block C-2, S. Lok. GGN (Gurgaon), 
Haryana, have changed my minor daughter’s name front 
ADIT! born on 24-01-1991 to KAVYA KR1TI. 

It is certified that 1 have complied with other legal 
requirements in (his connection. 

JASBIR YADAV 
[Signature of Guardian] 


1, hitherto known as ANITA GUPTA wile .•* 
Sh. VINEET GUPTA, residing at F-1084, Chittranjan Paik 
New Delhi-1 10019, have changed my name and shall 
hereafter be known as D1VYA GUPTA. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

ANITA GUPTA 
[Signature (in existing old name)] 


I, MANOJ KARAN JOSHI son of Sh. OM PARKASH 
JOSHI, residing at F-6, Ground Floor Sun City, Sector-54, 
Gurgaon, Haryana, have changed my minor daughter's name 
from SANYA JOSHI born on 22-08-1993 to ANYA JOSHI. 

It is certified that I have complied with other legal 
requirements in this connection. 

MANOJ KARAN JOSHI 
[Signature of Guardian] 


I, hitherto known as SURJIT KAUR daughter of 
Sh. SUCHET SINGH, residing at C-24, Malviya Nagar, 
New Delhi-110017, have changed my name and shall 
hereafter be known as SURJIT KAUR NAYAR. 

It is certified that I have complied with other legal 
requirements in this connection. 

SURJIT KAUR 
[Signature (in existing old name)] 


I, hitherto known as SURESH KUMAR KORKOO son of 
Sh. KODHAR KORKOO, employed as S.P.M. Hoshangahad 
in the Lab. Assistant, residing at Phase 1, B-Type Quarter 
No. 100 S.P.M. Hoshangahad, have changed my name and 
shall hereafter be known as SURESH KUMAR BACHHANE. 

It is certified that I have complied with other legal 
requirements in this connection. 

SURESH KUMAR KORKOO 
[Signature (in existing old name)] 


1, hitherto known as ASHISH KUMAR SINGH son of 
Sh. SWAMI DAYAL SHUKLA, residing at G-30/241, 2nd 
Floor, Sector-3, Rohini. New Delhi-110085, have changed 
my name and shall hereafter be known as ASHISH SHUKLA. 

It is certified that I have complied with other legal 
requirements in this connection. 

ASHISH KUMAR SINGH 
[Signature (in existing old name)] 


I. hitherto known as SABYASACHI BANDOPADHYAY 
UANHRJHE son of Sh. NRIPENDRA NATH BANERJEE, 
residing at L-1/215, B-Kalkaji, DDA Flats, New Delhi- 
110019, have changed my name and shall hereafter be 
known as SABYASACHI BANERJEE. 

It is certified that I have complied with other legal 
requirements in this connection. 

SABYASACHI BANDOPADHYAY BANERJEE 
[Signature (in existing old name)] 


1, hitherto known as MANOJ KUMAR son of 
Sh. RAJENDRA SINGH, residing at permanently at village 
Dhela Ahir, Post Noorpur, District Bijnor, U. P. and presently 
at F-l/3, Police Colony, Andrews Ganj, New Delhi-110049, 
have changed my name and shall hereafter be known as 
MANOJ KUMAR TYAGI. 

It is certified that I have complied with other legal 
requirements in this connection. 

MANOJ KUMAR 
[Signature (in existing old name)] 
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I, hitherto known as Dr. MOOL CHAND son of 
Late HANSA SINGH, employed as Senior Scientist 
(Agronomy) in the Indian Council of Agricultural Research 
(ICAR), residing at EA-78 (3rd floor), Inderpuri, New Delhi- 
110012, have changed my name and shall hereafter be 
known as Dr. MOOL CHAND SINGH. 

It is certified that 1 have complied with other legal 
requirements in this connection. 

Dr. MOOL CHAND 
[Signature (in existing old name)] 


1, hitherto known as ANURAG son of Sh. PARTAP 
CHAND, a Businessman, residing at C4B/233, Janakpuri, 
New Delhi-58, have changed my name and shall hereafter 
be known as ANURAG CHHABRA. 

It is certified that I have complied with other legal 
requirements in this connection. 

ANURAG 

[Signature (in existing old name)] 


I, hitherto known as FAISAL son of 
Sh. AMED MIAN, residing at D-26, Abul Fazal Enclave, 
Jamia Nagar Okhla,New Delhi-110025, have changed my 
name and shall hereafter be known as MOHAMMAD SHAH 
FAISAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

FAISAL 

[Signature (in existing old name)] 


I, RAVINDER SINGH CHAUHAN son of Sh. D. P. S. 
CHAUHAN, employed as Senior Manager in the Sandhar 
Technologies Ltd., Gurgaon, residing at 149-A, Pocket-A, 
Mayur Vihar Phase-2, Delhi-110091, have changed the name 
of my minor daughter ANUKRUTI CHAUHAN age 15 years 
and she shall hereafter be known as PURVA CHAUHAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAVINDER SINGH CHAUHAN 
[Signature of Guardian] 


I, hitherto known as BRINDER SINGH son of 
Sh. JASBIR SINGH BAL, employed as Manager in the 
M/s S. A. Constructions Noida, U.P, residing at 141 -C, 
Pocket-C, Siddharth Extn., New Delhi-110014, have 
changed my name and shall hereafter be known as BRINDER 
SINGH BAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

BRINDER SINGH 
[Signature (in existing old name)] 
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NOTIFICATION BY NATIONAL BOARD OF TRADE 
LIMITED, INDORE 

The approval of the Deputy Director, Forward Markets 
Commission under sub-section (I) of Section (11) of the 
Forward Contracts (Regulation) Act, 1952 (74 of 1952), 
read with the Government of India, Ministry of Commerce 
& Industry Notification No. S.O. 1162 dated the 4th May 
1960 has been obtained on 1st August 2006 to the following 
amendments made to the bye-laws of the National Board 
of Trade Limited, Indore, the same having been notified 
under Section (11) of the said Act and Rule 11 of the 
Forward Contracts (Regulation) Rules, 1954. 

1. Bye-law 619 (b) "Before the close of the olfiee hours of 
Seven working days prior to the last trading day, the 
members who have outstanding short open position shall 
intimate to the exchange in writing their commitment to 
deliver the commodities.” 

RAVEESH BAFNA 
Deputy Executive Director 


^TRrf TTFfTR t^^RIFR, 'M'kMK HTTf 
TP T37T7H fWFF, STT1 WlfTTcT, 2006 

PRINTED BY THE MANAGER, GOVERNMENT OF INDIA PRESS, FARtDABAD AND 
PUBLISHED BY THE CON I ROLLER OF PUBLICATIONS, DELHI, 2006 


